JUN 2 5 1974 

Longtime Aide 
Quits Post 
At White House 

Washington SFChronicfe 

Peter M. Flanigan, a White 
House aide since President 
Nixon took office in 1969, an- 
nounced his resignation yes- 
terday as assistant to the 
President. 

In 1971 he became the 
President’s chief assistant 
for international, economic 
affairs, conducting foreign 
trade negotiations and su- 
pervising tlie work of Am- 
bassador William Ebeiie in 
tariff negotiations. 

Flanigan was a New York 
investment executive before 
joining the White Houst staff. 
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